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Notifications 


GOVERNMENT AYURVEDA COLLEGE HOSPITAL, 
THIRUVANANTHAPURAM 
SHORT TENDER NOTICES 

( 1 ) 

No. C/1918/2011 /AVCH. 7th December 2011. 

Sealed competitive tenders are invited for the 
Yard Modification work in front of Government Ayurveda 
College Hospital, Thiruvananthapuram. 

Tenders should be Superscribed “Yard Modification 
work in front of Government Ayurveda College Hospital, 
Thiruvananthapuram” addressed to be Superintendent, 
Government Ayurveda College Hospital, Thiruvananthapuram. 
The last date of the receipt of tenders will be at 3 p. m. 
on 22-1-2012. The late tenders will not be accepted. The 
tenders will be opened at 3.30 p. m. on 22-1-2012 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 


Intending tenderers may an application to the 
Superintendent, Government Ayurveda College Hospital, 
Thiruvananthapuram to obtain tender forms on which 
tenders should be submitted along with the specification 
of the material to be supplied. Application for the tender 
form should be accompanied by cash remittance of 
317 (Cost of tender form ' 300, VAT ' 17) which is 

the price fixed for a form and which is not refundable 
under any circumstances. Tender forms are not 
transferable. Sale of tender forms will be closed at 1 p.m. 
on 22-1-2012. Cheque, 









( 2 ) 


Postal Orders etc. will not be accepted towards the 
cost of forms. Those who wish to purchase tender forms 
by post shall send an additional amount of ' 50 by 

money order to cover postal charges. Duplicate tender 
forms, if required will be issued at ' 159 (Cost of tender 

form 
150, VAT ' 9) per copy. 

Intending tenderers should deposit an amount of 1% 
of the cost quoted rate as Earnest Money Deposit by 
Demand Draft in favour of the Superintendent, Government 
Ayurveda College Hospital, Thiruvananthapuram together 
with an agreement in Kerala Stamp Paper worth ' 100. 

The rate quoted shall remain firm for one year from the 
date of acceptance of the tender. The Superintendent, 
Government Ayurveda College Hospital, 

Thiruvananthapuram will have powers to postpone/cancel 
the tender, without stating any reason. 
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Details of work 

1. Raising the existing drain using cement concrete 
1:2:4 using 20mm BS 

2 Plastering with C.M. 1:2, 12mm thick two coat to 
the drain 

3. Filling the yard with M. sand and 6mm chips 
including cost up all materials and labour 

4. Dismantling the existing damaged RRN around 
trees and clearing the site 

5. Maronory work using cement concrete block 
using the C.M. 1:6 including cost of all materials 
and labour etc. complete. 

6. Plastering with C.M. 1:4 12mm thick one coat etc. 
complete. 

7. Labour engaged for cleaning the waste materials. 


No. C/3760/11/AVCH. 7th December 2011. 

Sealed competitive tenders are invited for the repairs 
of Solar Water Heater Systems installed at Government 
Ayurveda College Hospital, Thiruvananthapuram. 

Tenders should be superscribed “Repairs of Solar 
Water Heater Systems installed” addressed to the 
Superintendent, Government Ayurveda College Hospital, 
Thiruvananthapuram. The last date of the receipt of 
tenders will be at 3 p.m. on 22-1-2012. Late tenders will 
not be accepted. The tenders will be opened at 3.30 p.m. 
on 22-1-2012 in the presence of such of the tenderers or 
their authorized representatives who may be present at 
that time. 

Intending tenderers may submit application to the 
Superintendent, Govt. Ayurveda College Hospital, 
Thiruvananthapuram to obtain tender forms on which 
tenders should be submitted along with the specification 
of the material to be supplied. Application for the tender 
form should be accompanied by cash remittance of ' 312 
(cost of tender form ' 300 + VAT '12) which is the price 
fixed for a form and which is not refundable under any 
circumstances. Tender forms are not transferable. Sale 
of tender forms will be closed at 1 p. m. on 22-1-2012. 
Cheques, Postal Orders etc. will not be accepted towards 
the cost of forms. Those who wish to purchase tender 
forms by post shall send an additional amount of ' 50 
by Money Order to cover postal charges. Duplicate tender 
forms if required will be issued at ' 156 (cost of tender 
form ' 150, VAT ' 6) per copy. 

Intending tenderers should deposit an amount of 1% 
of the cost quoted rate as Earnest Money Deposit by 
Demand Draft in favour of the Superintendent, Government 
Ayurveda College Hospital, Thiruvananthapuram together 
with an agreement in Kerala Stamp Paper worth 
' 100. The rate quoted shall remain firm for one year 
from the date of acceptance of the tender. The 
Superintendent, Government Ayurveda College Hospital, 
Thiruvananthapuram will have powers to postpone/cancel 
the tender, without stating any reason. 
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1. 500 LPD BHEL make (1 No.) at Main Block 

Activity 

(a) Pressure cleaning of FPC tubes (runner, riser) 
and replacement of old/damaged gasket, 
rubber washer and hardware. 

(b) Re-alignment of cold water feed tank to the 
nearby chimney structure and allied plumbing 
works. 

(c) Dismantling of existing GL hot water pipe and 
insulation structure. 

(d) Providing 3 A CPVC hot water pipe to existing 
delivery points with PVC pipe shield of 
appropriate size. 

(e) Replacing existing hot water taps with heavy 
duty taps suitable for hot water application. 

2. 1000 LPD V-Guard make (1 No.) at Main Block 

Activity 

(a) Pressure cleaning of FPC tubes (runner, riser) 
and replacement of old/damaged gasket, 
rubber washer and hardware. 

(b) Replacement of existing damaged FPC (one 
number) with a new FPC confirming the existing 
specification and design. 

(c) Providing 3 A CPVC hot water pipe to existing 
delivery points with PVC pipe shield of 
appropriate size. 

(d) Replacing existing hot water taps with heavy 
duty taps suitable for hot water application. 


3. 500 LPD SUN TECH make at Main Block (2 Nos.) 

Activity 

(a) Pressure cleaning of FPC tubes (runner, riser) 
and replacement of old/damaged gasket, 
rubber washer and hardware. 

4. 500 LPD BHEL make (1 No.) at Panchakarma 

theater block. 

Activity 

(a) Pressure cleaning of FPC tubes (runner, riser) 
and replacement of old/damaged gasket, 
rubber washer and hardware. 

(b) Re-alignment of cold water feed tank and allied 
plumbing works. 

(c) Providing 3/4 CPVC hot water pipe to existing 
delivery points with PVC pipe shield of 
appropriate size and interconnection with 
SUN TECH make SWHS. 

5. 500 LPD SUN TECH make (1 No.) at Panchakarma 

theater block. 

Activity 

(a) Pressure cleaning of FPC tubes (runner, riser) 
and replacement of old/damaged gasket, 
rubber washer and hardware. 

(b) Replacing existing hot water taps with heavy 
duty taps suitable for hot water application. 

6. Providing Annual Maintenance Contract (AMC) 

Activity 

(a) Annual Maintenance Contract (AMC) for above 
6 (six) Solar Water Heating System (SWHS) for 
one year including. 

1. Routine maintenance/cleaning of the system. 

2. Attending repair, if any, within 24 hours of 
repairing. 

(3) 

No. C/3845/2011/AVCH. 7th December 2011. 

Sealed competitive tenders are invited for the 
repainting and maintenance work of doors and 
windows at Government Ayurveda College Hospital, 
Thiruvananthapuram. 

Tenders should be superscribed “Repainting and 
maintenance work of Doors and Windows” addressed to 
the Superintendent, Government Ayurveda College 
Hospital, Thiruvananthapuram. The last date of the 
receipt of tenders will be at 3 p.m. on 22-1-2012. The 
late tenders will not be accepted. The tenders will be 
opened at 3.30 p.m. on 22-1-2012 in the presence of such 
of the tenderers or their authorized representatives who 
may be present at that time. 


Intending tenderers may an application to the 
Superintendent, Govt. Ayurveda College Hospital, 
Thiruvananthapuram to obtain tender forms on which 
tenders should be submitted along with the specification 
of the material to be supplied. Application for the tender 
form should be accompanied by cash remittance of ' 628 
(Cost of tender form ' 600, VAT ' 28) which is the price 
fixed for a form and which is not refundable under any 
circumstances. Tender forms are not transferable. Sale 
of tender forms will be closed at 1 p. m. on 22-1-2012. 
Cheque, Postal Orders etc. will not be accepted towards 
the cost of forms. Those who wish to purchase tender 
forms by post shall send an additional amount of ' 50 
by money order to cover postal charges. Duplicate tender 
forms, if required will be issued at ' 314 (cost of tender 
form ' 300, VAT ' 14) per copy. 

Intending tenderers should deposit an amount of 1% 
of the cost quoted rate as Earnest Money Deposit by 
Demand Draft in favour of the Superintendent, Government 
Ayurveda College Hospital, Thiruvananthapuram together 
with an agreement in Kerala Stamp Paper worth " 100. 
The rate quoted shall remain firm for one year 
from the date of acceptance of the tender. 
The Superintendent, Government Ayurveda College 
Hospital, Thiruvananthapuram will have powers to 
postpone/cancel the tender, without stating any reason. 
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1. Panchakarma and Male and Female Ward 

(1) Repairing the doors and windows shutters for 
easy opening and closing. 

(2) Scraping and cleaning the old painted doors 
and windows thoroughly with machine after 
removing the shutters from frame and refixing it 
after the work is completed. 

(3) S/F 100 mm iron but hinges after removing the 
damaged one. 

(4) Supplying and fixing 4 mm thick plain glass to 
the windows and ventilators after removing the 
broken one. 

(5) Painting with synthetic channel paint two coat 
over a coat of primer. 

(6) Labour engaged for cleaning the waste 
materials. 

(7) Plastering with C. M. 1:4, 12mm thick to the 
damaged portions. 

2. O. P. Block 

(1) Repairing the doors and windows, shutters for 
easy opening and closing. 

(2) Scraping and cleaning the old painted doors 
and windows thoroughly with machine after 
removing the shutters from frame and refixing it 
after the work is completed. 

(3) S/F 100 mm iron but hinges after removing the 
damaged one. 

(4) Suppling and fixing 4 mm thick plain glass to 
the windows and ventilators after removing the 
broken one. 

(5) Painting with synthetic enamel painty two coat 
over a coat up primer. 

(6) Labour engaged for removing the existing 
damaged PVC door. 

(7) Supplying and fixing PVC door with door it 
the tribe. 

(8) S/F CP long body tap. 

(9) S/F PVC flush after removing the damaged one. 


(10) Labour engaged for repairing the water supply 
sanitary fittings. 

(11) Cleaning the face up glazed tiles using vim 
powder or diluated hydrochloric acid. 


Govt. Ayurveda College Hospital, (Sd.) 

Thiruvananthapuram. Superintendent. 


